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To all whom it may concern: 
Be it known that we, William J. Keep 

. and William V. Robinson, of Detroit, in the 

county of Wayne and State of Michigan, have 

5 invented a new and useful Improvement in 

Stove-Dampers, of which the following is a 

specification. 

Our invention relates to that class of dam- 
pers which are provided with screws or other 

io similar devices for the more accurate control 
and adjustment of the opening and closing 
thereof; and it consists generally of a de- 
vice which while provided with a screw-gear 
or other equivalent means for accurately cou- 

15 trolling the opening and closing of the dam- 
per will also permit of the damper's being 
opened readily to its fullest extent, so that 
free access may be had to that part of the 
stove or apparatus to which the damper is at- 

20 tached, ordinarily covered by the damper 
when closed. 

Previous to our invention several forms of 
dampers have been made or used the open- 
ing or closing of which was regulated by 

25 screws or other mechanical devices, and we 
do not broadly claim a damper the opening or 
closing of which is so controlled, but to our 
knowledge no such dampers have been made 
in such manner that free and uninterrupted 

30 access could be had readily to the parts cov- 
ered by the damper when closed. By the use 
of our invention, however, while the opening 
and closing of the damper may be accurately 
controlled when desirable by the screw or 

35 other equivalent means provided for the pur- 
pose the damper may also be readily and con- 
veniently thrown wide open and free and per- 
fect access afforded to s the parts covered by 
it when closed for any purposes desired. 

40 This we effect by providing a means whereby 
the screw or other device used for accurately 
controlling the opening or closing of- the dam- 
per may be readily disengaged and thrown 
out of gear, so that the damper may be opened 

45 to the fullest extent possible as readily as if 

the controlling device had not been attached. 

The damper is shown pivoted with a rod, 

but any other equivalent means to permit it 

to turn on its edge may be used. 

50 In the accompanying drawings we have 
shown one form of our device and the one 


which we believe to be generally preferable, 
although the form and details of operation 
may be considerably varied, if desired. 

In the drawings our damper is shown at- 55 
tached to the door opening into the ash-pit of 
a stove or other heating apparatus, although 
it is obvious that it may be attached to any 
desired part of an apparatus. 

Figure 1 represents a front view of the ash- 60 
pit door with the damper closed. Fig. 2 is 
a front view of a portion of the door with the 
damper thrown completely open. Fig. 3 is a 
cross-section through the door and damper, 
the latter being closed,, as in Fig. 1. Fig. 4 65 
is a similar cross-section, the damper being 
thrown wide open, as in Fig. 2; and Fig. 5 is 
a similar cross -section, the damper being 
shown partially opened and held in position 
by the controlling-screw. 70 

In the several drawings, A represents the 
door; B, the damper, pivoted upon its lower 
edge upon the hinge or pivot c; o, a rod pass- 
ing through and turning freely in a hole in 
the damper; D, an opening in that part of 75 
the door covered by the damper when closed, 
through which the threaded end of the rod C 
passes; d, another opening in the part of the 
door covered by the damper when closed for ' 
the purposes of admitting air and of afford- 80 
ing access to the interior of the heating ap- 
paratus for shaking the grate or other desired 
purposes, which opening is shown in the 
drawings as having a straight horizontal lower 
edge for a shaker to slide upon ; and E rep- 85 
resents a lug formed upon the recess in the 
door in which the lower edge of the damper 
turns, so arranged as to prevent the damper 
being opened beyond a certain width unless 
lifted clear of the lug, as hereinafter ex- 90 
plained. 

The opening D should be made so that while 
the threads of the screw C will engage with - 
its edge and thereby control the operation of 
the damper when so desired the screw can be 95 
thrown clear of the edge and' readily with- 
drawn when it is desired to permit of the free 
opening of the damper. The form of opening 
shown in the drawings we regard as the pref- 
erable one. 100 

While it is obvious that means can be pro- 
vided for disengaging the screw from the edge 
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of the opening D by providing for the move- 
ment of the screw-rod in the opening through 
the damper-plate in the desired direction, we 
regard it as preferable, for obvious reasons, 
5 that the screw-rod be so fixed as to allow 
only a rotary motion, as shown in the draw- 
ings, and that provision be made for lifting 
the damper itself with the screw, so as to dis- 
engage the latter, this being permitted in the 
10 device shown in the drawings by enlarging 
the holes in the damper through which the 
pivot-rod 1) passes, so as to allow the neces- 
sary play, or by any other suitable device or 
means. The provision for lifting the dam per 

15 until the screw is disengaged also provides 
the means for enabling the lower edge of the 
damper to clear the lug E, which would other- 
wise prevent the damper from being opened 
beyond a certain point. Other openings in 

20 the part covered by the damper may be made 
for the purpose of admitting a large quantity 
of air or other desired purposes. It is readily 
apparent that our invention may be applied 
to a damper pivoted at the upper edge or at 

25 one side,orthat some equivalent for the screw- 
rod shown in the drawings may be employed 
to regulate the opening" and closing of the 
damper, and we do not desire to be understood 
as limiting ourselves to the specific form of 

30 device shown in the drawings, nor, although 
we have spoken of our damper hitherto in 
connection with stoves or other heating appa- 
ratus, do we desire to limit ourselves to its use 
therewith, it being obvious that it may be 

35 used or employed in any apparatus where a 

damper or regulator of that nature is desired. 

The operation of the form of our device 

shown in the drawings is as follows: The 

damper being closed and the threads of the 

40 screw C being engaged with the lower edge of 
the opening D, as shown in Fig. 3, the damper 
may be opened to any desired degree up to the 
point where the lower edge comes into contact 
with the lug E by turning the handle of the 

45 screw-rod C in the proper direction, and when 
so opened can be closed to any desired degree 
by turning the handle in the opposite direc- 
tion. It will be readily seen that the purpose 
of the lug E is to prevent the damper being 

50 opened so far by the turning of the screw as 
to turn the latter clear of the edge of the open- 
ing D, thereby allowing the damper to swing 


entirely open. In case it is desired to open 
the damper to its fullest extent, as shown in 
Figs. 2 and 4, the damper is lifted up, thereby 55 
disengaging the screw from the edge of the 
opening D and allowing the lower edge of the 
damper to clear the lug E and the damper al- 
lowed to fall back. In case it is desired to 
rapidly adjust the damper to any position be- 60 
tween those shown in Figs. 3 and 5, it may be 
done without turning the screw, by lifting the 
damper until the screw is disengaged, and 
opening or closing it to the desired extent. 

Having thus described its operation, what 65 
we claim as our invention, and desire to se- 
cure by Letters Patent, is — 

1. In combination with a casing having an 
opening, a damper hinged thereto having a 
regulating device engaging an edge of the 70 
opening and means for lifting the regulating 
device bodily from engagement with the open- 
ing whereby to permit the damper to be read- 
ily closed or opened to its fullest extent, sub- 
stantially as described. 75 

2. In combination with a casing having an 
opening, a damper hinged thereto having a 
screw, or similar device, engaging an edge of 
said opening to open and close the damper, 
and a lug on said casing adapted to limit the 80 
outward movement of the damper to prevent 
the screw from being turned out of engage- 
ment with the edge of said opening, substan- 
tially as described. 

3. In combination with a casing having an 85 
elongated opening a damper hinged to said 
casing and vertically movable relative there- 
to, and a screw, or similar device, carried by 
said damper and adapted to engage an edge 

of said opening, substantially as described. 90 

4. In combination with a casing having an 
elongated opening, a damper slidably hinged 
to said casing and vertically movable relative 
thereto, a screw carried by said damper adapt- 
ed to engage one edge of said opening, and a 95 
lug on the casing adapted to engage the bot- 
tom of the damper in the outward movement 
thereof, substantially as described. 

WILLIAM J. KEEP. 
WILLIAM V. ROBINSON. 

Witnesses : 

Frank A. Jeffrey, 
Henry Boyes. 


